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DIODE—SHARP-CUTOFF:. PENTODE 


GENERAL DATA _ 


Direct Interelectrode Capacitances: o 
Pentode Unit: 
Grid No.1 to Plate.. 


With external shield connected to negative filament terminal. 
Mechanical: 


Mounting Position 
Max imum Overall Length 


Pin 6 ~ Pentode 
Grid No.1 
Pin 7—No 
Connection 
Pin 8-Flilament (-}, 
Pin 4 -Diode Plate Pentode 
Pin 5- No Grid No.3 
Connection Plug -Base Shell 


PENTODE UNIT 
AMPLIFIER - Class Ay 


Maximum Ratings, Design-Center Values: 


Pin 1-Filament (+) 

Pin 2- Pentode 
Plate 

Pin 3 -Pentode 
Grid No.2 


Transconductance 
Plate Current. . 
Grid-No.2 Current 


DIODE UNIT 
The diode is located at the negative end of the filament 
and is independent of the pentode unit except for the common 
filament. 
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